MASS. EAI9.2: N $y 


THE NOTIFICATION PROCESS: HOW TO OBTAIN AN IDENTIFICATION NUMBER 


The Massachusetts Hazardous Waste Management Act of 1979 (MGL Chapter 21C) 
requires the Department of Environmental Quality Engineering (DEQE) to track 
hazardous wastes that are generated, stored, treated, or disposed of in the 
Commonwealth. A computerized manifest system has been established to trace 
each waste shipment from its point of generation to its final destination. 


Generators of hazardous waste are required to identify themselves and are 
legally responsible for their wastes. Generators must ensure that waste ship- 
ments reach their final destination and are appropriately disposed or treated. 


The first step in this system is notification. Once a generator has 
established that a waste is hazardous, the formal notification process can begin. 


Step 1: IDENTIFY YOUR WASTES 


Wastes which are considered by Massachusetts to be hazardous are 

. listed in the regulations (310 CMR 30.000). This list includes al1- 

, of the materials classified by the federal government as hazardous and 
also lists waste oils and polychlorinated biphenyls (PCB's). Other 
materials may be considered hazardous if they are ignitable, reactive, 
corrosive or toxic. If you are not sure if your waste is hazardous, 
it should be tested by a laboratory. 


Step 2: COMPLETE A NOTIFICATION FORM 


A notification form can be obtained from DEQE. In filling out the 
form, please note: 
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You must identify by waste codes (listed in the regulations) 
the types of hazardous waste which you generate. 


A separate form is necessary for each location at which you 
are generating hazardous wastes. 


o Determine whether you are a large or small quantity generator. 
Z A small quantity generator is defined in 310 CMR 30.351. 


A separate licensing process is required for those who transport, or 


treat, store, or dispose of hazardous wastes. GOVERWy 
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Step 3: SUBMIT YOUR NOTIFICATION FORM UMENT: 
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Attn: Licensing and Permitting Branch 


Following clearance by DEQE, the form will be sent to the Environmental 
Protection Agency (EPA), where a generator identification number will be assigned. 
You should allow 30 days for receipt of your Identification Number from EPA. 
Under special circumstances a temporary number may be applied for directly from 
EPA (617-223-5061). You are then ready to participate in the Massachusetts 
Manifest System. 
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The completed and signed form should be sent to: 
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NOTIFICATION ASSISTANCE 


Copies of Hazardous Waste Regulations can be obtained 


310 CMR 30.000 


Boston, MA 02133, me ae 
Tel. . 617-727-2834 . 3 tc % 


Copies of the Notification Form can be Peres from: 4 e 


Mass. Department of Environmental - 
Quality Engineering 

Division of Hazardous Waste 

One Winter Street 

Boston, MA 02108 

Attn: Licensing and Permitting Branch 

Tel. 617-292-5630 


List of testing laboratories can be obtained from: 
Licensing and Permitting Branch 
Division of Hazardous Waste 


DEQE 
Tel.. 617-292-5636 
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